The  First  Congregational  Church  of  Williamstown,  Massa- 
chusetts. Organized  by  the  Proprietors  of  the  Town  in 
1765.  The  present  structure  is  the  third  nneetinghouse 
used  since  the  organization.  It  is  considered  by  many 
authorities  to  be  a  perfect  example  of  New  England 
colonial  church  architecture. 

From  a  watercolor  painting  by  Sa.scha  Maurer 
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